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* .. .DAILY ACTIVITY REPORT 

.. • * • 13 May 1976 

SUPPLY DIVISION ITEM OF INTEREST ’ 


A stock replenishment requisition for 32 Class 


IV c. 


four-drawer .filing cabinets (safes) with 3-way combination 

locks was placed with General Services Administration (GSA) 

6 


several weeks ago. Since the Mosler Class 4r&, with hand 
change lock, was on Federal Supply Schedule, the Mosler 
Plodel-was specified for procurement. . . . ^ ••• 

We huve now been advised that GSA did not place an order 
for the Mosler safes but (eTected^to request bids Of) the 32 safes 


ILLEGIp 



GSA advises that art Metal Products submitted the low bid.' 

Art Metal Products recently 'acquired the assets of Hillside 

Products, the previous -cnfe .manufacturer. 

We have had two ’'Hillside" safes on order since August 

1975 for the purpose of test and evaluation. Several delays 

have been encountered in trying to obtain delivery. GSA 

recently advised us that a stop order had been placed on these 

V 1 » 

two safes ostensibly because of the merger between Art 
Metal Products and Hillside. However, the matter is bein< 
pursued further. r/rsve ac-v * ' u 

— 7 pt- n vs* ^ J3 

In the interim we are requesting GSA to withhold procuremer. 

the 32 safes mentioned above since we have had problems 

’ith Hillside safes in the past and. because of the uncertainty 
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\pf delivery on 2 safes from Hillside since last August. Further 



Approved For Release 2003/05/06 : CIA-RDP87-0Q558R0001 00040025-6 
ttrislG op ptaU'tp >¥, 600 To 

^•■<1 1 A 


OIL 


***«*«*!§ 



Approved Foe Release 2003/05/06 : CIA-RDP87-OO55aRO0O1 00040025-6 

. ^ . t 

• ’ • : ■ ) . . 



we do not wish to place an order for 32 safes prior to 
conducting a comprehensive test and evaluation on the 

latest podels manufactured by Hillside. ' • “ . 

• * \ *. ^ • 

• • . • ’ * • - 

^ * I * ’ 

Simultaneously, with our stock replenishment requisition for 
32 cabinets, we forwarded an order for 80 of the seme 
cabinets for Logisitcs Service Division's requirements for 
the Headquarters Building. Art Metal was also low bidder 
on this solicitation. • 
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Reference is made to attachment 19 and the statement 
following the name, v "~\ The statement includes a 

reference to an additional order for 80 safes. 

Examination of existing stock record cards disclosed 
that the orders for 32 and 80 safes (actually 85 as reflected 
on the cards) were cancelled.' 

It is the recollection of the undersigned that when 
advised .that GSA had let both orders to Hillside, I directed 

. 7 to cancel both orders and attempt to work out some 

arrangement with GSA which would assure us that other than 
Hillside safes would be acquired for our use. 


CJl'lGF, ^SppTy 'Divfsjibn , OL 
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DAILY ACTIVITY KEPOIO' . .* 

‘ 3 September 1976 

SUPPLY DIVISION ITB? OF tt/TEREST '* • ’ 

The tv;o safes which were ordered from Art Metal (Hillside) Inc. for 
evaluation in July 1975 were received on August 30, 1976. An initial 
insnection bv and! I indicates that both units do 


inspection by and) indicates that botn units do 

not meet specification standards. The units are apparently as bad as those 
wMch were procured from the same company in 196S (which are still in 
stock) . • 

• - A written report listing the discrepancies willbbe fon'tirded to S-IB by 
. It must eventually be decided whether to accept the loss 
on the cost of these units or attempt to have the vendor rectify the 


discrepancies. 
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